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ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-07 /020 W 

069377 

R08I500Z JUL 76 
FM AMEMBASSY STOCKHOLM 
TO AMEMBASSY TEHRAN 
INFO USDOC WASHDC 
SECSTATE WASHDC 8103 

UNCLAS STOCKHOLM 3742 

FOR: DUSEX 

E.O. 11652: N/A 
TAGS: BEXP, SW 

SUBJECT: TITF/HEVAC BOOTH SYSTEM 
REE: (A) TEHRAN 6695, (B) TEHRAN 6646 

1 . B YGGIN EXHIBIT SYSTEM NOW SOLD BY FOGA SYSTEM AB, 
RINGVAGEN 75, S- 116 69 STOCKHOLM, SWEDEN. UNFORTSEATELY 
COMPANY CLOSED DOWN FOR VACATION DURING JULY. 

2. HOWEVER, AB LILJAS REKLAMATELJE, KNIVGATAN 9, 

S-212 28 MALMO, SWEDEN, MAY BE ABLE GIVE US QUOTATION 
ON THIS SYSTEM PROVIDED YOU CAN WAIT A EEW DAYS. THIS 
COMPANY WELL-KNOWN SWEDISH CONTRACTING FIRM WHO ALSO 
SELLS THE BYGGIN SYSTEM. 

3. IF IT HELPS, WE NOTE THAT EOGA LISTS REP. IN ENGLAND. 
SHOWRAX LTD., TOWER WORKS, NORTHFLEET, KENT DAI 19 BE. 

TEL: GRAVESEND 60671. 

4. US TRADE CENTER STOCKHOLM EOLLOWING UP ON PARA 1 AND 
2 ABOVE. OUR TWX 17306 TRACENT. 

SMITH 


UNCLASSIFIED 
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Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760264-0910 
From: STOCKHOLM 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1976/newtext/t19760777/aaaacpxm.tel 
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Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
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Original Previous Classification: n/a 
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Review Content Flags: 
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